MACKS’ 5' 10 & 25C STORES* SANFORD* 



GENUINE CURTEICH‘CHICAGO C.T. ART-COLORTON E ** POST CARD ( R EG . U . S. PAT. OFF. ) 


PLACE 

STAMP 

HERE 


POST CARD 





Hotel Wilrik, Sanford, N. C. 



On U.S. Highway No. 1, 313 Miles South of Washington, 240 Miles North of Augusta, Logical Stop-Over 










